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CROP FAILURES 





Due to growing conditions beyond our 


control, we regret to report the following 
flower varieties listed in our 1944 catalog 
as complete crop failures: 
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Ageratum Mex. Blue Ball Improved 
Ageratum Mex. Blue Perfection 
Celosia Dwarf Golden Feather 
Cleome Giant Pink Queen 
Gaillardia Picta Indian Chief 

Gilia Tricolor Mixed 

Marigold French Dwf. Scarlet Glow 
Mignonette Red King 

Mignonette Red Monarch 

Nigella Miss Jekyll 

Verbena Hyb. Dwarf Blue Sentinel 
Verbena Hyb. Dwarf Fireball 


Verbena Hyb. Dwarf White Ball 
Vinca Rosea Alba Pura 

ins ” Alba Oculata 

4 * Crimson 

fe ”  Delicata 

fs 7 Pik 

He ” Twinkles 

~ > Choice Mixed 


Marigold French Monarch Golden Ball 
Heliotropium Lemoines Hyb. Mixed 
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